Subject: 

Date; 


RE: Revised - LOGCAP RFIs re: Fort Bliss (UNCLASSiFiED) 
Tuesday, August 7, 2018 9:01:34 PM 


CLASSIFICATION: UNCLASSIFIED 



1. N/A for OMD, but we can support SED to provide updates relating to 
utilities and dig permit. 

2. same as above. 

Thanks, 



Chief, Operation & Maintenance Division 

Directorate of Public Works 
Operation & Maintenance Division 
Bldg 777, Room 313 
1733 Pleasonton Rd 
USA G Ft. Bliss, TX 799 16 

Cell: 

"We are the Army's home. Learn more at www.imcom.army.mil" 

PIT ATTENTION: The information contained in this communication and any 
accompanying attachments is intended for the sole use of the names 
addresses/recipients to whom it is addressed in their in conduct of official 
business of the United States Government. This communication may contain 
information that is exempt from disclosure under the Freedom of Information 
Act, 5 U.S.C. 552 and the Privacy Act, 5 U.S.C. 552a. Addressees/recipients 
are not to disseminate this communication to individuals other than those 
who have an official need to know the information in the course of their 
official government duties. If you received this communication in error, 
any disclosure, coping, distribution, or the taking of any action on this 
information is prohibited. If you received this confidential electronic 
mailing in error, please notily the sender by a "reply to the sender only: 
message, delete the email immediately and destroy all electronic and hard 
copies of the communication, including attachments. 


No PIT ATTENTION: The email message, including any attachments, is for the 
sole use of the intended recipient(s) and may contain confidential and 
privileged information. Any unauthorized review, use, disclosure, or 
distribution is prohibited. If you are not the intended recipient, please 
contact the sender by reply email and destroy all copies of the original 
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message. 



Subject: Revised - LOGCAP RFIs re: Fort Bliss (UNCLASSIFIED) 
Importance: High 


CLASSIFICATION: UNCLASSIFIED 
Team, 

Please see attached a list of REIs from LOGCAP ref potential camp build IVO 
Site Monitor. Tracking that you have done a lot of research and Q/A for 
the past few weeks. 

1. Please provide by COB 7 AUG 10a date estimate on when you 

can have answers to the attached REIs. 

2. Please send your respective updates/answers to^^^^^f NET COB 9 AUG 
18 for DPW and DDPW's review and approval. 

3. Once approved by DPW.^^^^^^ will send the DPW consolidated answers 
to Ms. Tina Hunt. 

Thanks, 



Deputy Director, Directorate of Public Works 


Directorate of Public Works 
Building 777, Room 101 
1733 Pleasonton Rd. 

USA G Ft. Bliss, TX 79 916 
Desk: 

Cell: 

"We are the Army's home. Learn more at www.imcom.army.mil" 


. IF THIS EMAIL CONTAINS INFORMATION SUBJECT TO THE PRIVACY ACT, FREEDOM OF 
INFORMATION ACT, OR CONTAINING PIT 

- ATTENTION: The information contained in this communication and any 
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accompanying attachments is intended for the sole use of the names 
addresses/recipients to whom it is addressed in their in conduct of official 
business of the United States Government. This communication may contain 
information that is exempt from disclosure under the Freedom of Information 
Act, 5 U.S.C. 552 and the Privacy Act, 5 U.S.C. 552a. Addressees/recipients 
are not to disseminate this communication to individuals other than those 
who 

have an official need to know the information in the course of their 
official 

government duties. If you received this communication in error, any 
disclosure, coping, distribution, or the taking of any action on this 
information is prohibited. If you received this confidential electronic 
mailing in error, please notify the sender by a "reply to the sender only: 
message, delete the email immediately and destroy all electronic and hard 
copies of the communication, including attachments. 


. FOR ALL OTHER EMAILS: 

- ATTENTION: The email message, including any attachments, is for the sole 
use 

of the intended recipient(s) and may contain confidential and privileged 
information. Any unauthorized review, use, disclosure, or distribution is 
prohibited. If you are not the intended recipient, please contact the sender 
by reply email and destroy all copies of the original message. 



Subject: FW: LOGCAP RFIs re: Fort Bliss (UNCLASSIFIED) 


CLASSIFICATION: UNCLASSIFIED 

DPW, attached is a list of REIs from LOGCAP ref potential camp build IVO 
Site Monitor. Please provide a date estimate on when you can have answers to 
the REIs. Feel free to send updates as you develop the answers. My POC for 
managing the updating of the document is on cc line. 


Chief, Installation Plans and Operations 


Rm2012, 11685 Sergeant Major Blvd 
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"We are the Army's home. Learn more at www.imcom.mil" 

ATTENTION: The information contained in this communication and any 
accompanying attachments is intended for the sole use of the 
names/addresses/recipients to whom it is addressed in the conduct of 
official business of the United States Government. This communication may 
contain information that is exempt from disclosure under the Freedom of 
Information Act, 5 U.S.C. Sec. 552 and the Privacy Act, 5 U.S.C. Sec 552a. 
Addressees/recipients are not to disseminate this communication to 
individuals other than those who have an official need-to-know of the 
information in the course of their official government duties. If you 
received this communication in error, any disclosure, copying, distribution, 
or the taking of any action on this information is prohibited. If you 
received this confidential electronic mail in error, please notily the 
sender by a "reply to the sender only" message, delete the email immediately 
and destroy all electronic and hard copies, including attachments, of the 
communication. 



Subject: LOGCAP RFIs re: Fort Bliss 


Sir- 


Attached is a list of RFIs from our LOGCAP performance contractor which may 
impact their support plan for DHS/HHS. Responses will also enable us to 
formulate a more accurate ROM for the effort. Anything you can get back to 
us this week would be appreciated. 

Thank you 

Regards 


Branch Chief, NORTHCOM/SOUTHCOM 
LOGCAP Operations 
HQ, US Army Sustainment Command 
Rock Island Arsenal 
Rock Island, IL 61299 
Comm'l: 



.civ@mail.mil 


CLASSIFICATION: UNCLASSIFIED 
CLASSIFICATION: UNCLASSIFIED 
CLASSIFICATION: UNCLASSIFIED 
CLASSIFICATION: UNCLASSIFIED 
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